


This is a section of the murals "Strength and Safety" whigk 
' the noted painter, Dean Cornwell, executed for the Body 1 
Fisher exhibit in the General Motors Building ^..-the^r''"' 4 
York World's Fair. Here, in striking gold, silver and rh 
chrome againsi a jet black background, is pictured the 
lution of a Body by Fisher from its drawing board cc 
to its final completion on the assembly line. 
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